Historic,  archived  document 

Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 
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Washington,   D.C. 


This  four-bedroom  farmhouse,  with  basement,  has 
been  designed  for  a  sloping  site  so  that  part  of  the 
basement  has  full-size  windows  above  grade. 

THE  FIRST  FLOOR.  .  .  .  includes  a  living  room,  a 
large,  well-lighted  kitchen-dining  room,  and  three 
bedrooms  together  with  a  full  bath  and  adequate 
closet  and  storage  space. 

The  front  door,  which  opens  into  a  small  entry  at 
one  end  of  the  living  room,  is  protected  by  a  covered 
porch.  Traffic  from  the  front  door  to  the  kitchen  and 
bedrooms  is  kept  to  this  end  of  the  living  room. 
Also  at  this  end  of  the  living  room  is  a  coat  closet 
and  space  for  a  built-in  desk,  a  music  unit,  or  another 
closet. 

HOUSE  AREAS:  Square  feel 

Living  1,356 

ItaHt-nn-nl  1,356 
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Large-scale  working  drawing,  may  be  obtained  through 
your  county  agent  or  from  the  Extension  agricultural  engineer 
"chaTe  agricultural  colleges.      There  is  usually  a  small 
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The  food  preparation  area  of  the  kitchen  is  "L" 
shaped  and  has  been  planned  with  recommended 
amounts  of  storage  and  work  space.  The  dining  table 
can  be  placed  in  front  of  the  large  window  overlooking 
the  yard  and  garden. 

The  bedrooms  are  generous  in  size.  Each  can  ac- 
commodate two  people  comfortably,  and  one  is  large 
enough  for  twin  beds.  Each  bedroom  has  two  roomy 
closets. 

The  bathroom  is  shown  equipped  with  two  lavatories. 
If  only  one  lavatory  is  desired,  space  would  become 
available  for  a  baby  dressing  table  or  for  additional 
counter  space.  There  is  a  storage  cabinet  for  bath- 
room linens  and  supplies.  A  large  linen  closet  and  a 
closet  for  storing  bedding  are  accessible  from  the 
corridor. 


THE  BASEMENT.  .  .  .  contains  an  extra  bedroom,  a 
full  bath,  a  recreation  room,  and  a  large  utility  area, 
which  has  adequate  space  for  a  workshop.  Sports  and 
game  equipment  can  be  stored  in  the  recreation  room 
closet.  The  outside  entrance  that  leads  to  the  outdoor 
recreation  area  can  be  used  by  family  members  to  enter 
the  utility  area  where  they  can  change  from  work  or 
play  clothes  and  wash  up  before  going  upstairs. 


sit 

WINTER   WINDS 


plan 


GARDEN 

liKlijiJPJij 

III 

i  #  h 

llilliillHiilll!        J 


Developed  By 

AGRICULTURAL  ENGINEERING  RESEARCH   DIVKIOM 

AroT,H;u?TAND  HOUS,NG  "SEArJSCK,VDsTon 
AGRICULTURAL   RESEARCH  SERVICE 


THE  SITE  PLAN.  .  .  .  shows  a  good  location  in  rela- 
tion to  the  other  buildings  on  the  farmstead.  From  the 
back  porch  and  the  kitchen-dining  area  the  farm  court 
can  be  observed  at  all  times. 
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